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I DBA— 04® 6 
Copy of 6 


25 Septwber 1961 


MEMORA1TOUM FOE: HQ, USAF 

AFCIG-5 

SUBJECT ; Loan of Too FS-114 Recorders and A, B-l, 

and B-2 Rack* to USAF for Use of UEAFI 

REFERENCE : Hworaadm froa Janos Q. Sober, Chief, 

Special Requirements Staff, to Colonel 
L.E. Ray, HQ, USAF, dated 13 July 1939; 
Subject as above 


1. By virtue of the memorandum cited above, we agreed to 
leave two FR-114 recorders on loan with HQ, UBAF1 at the time 

of the withdrawal of one of our projects tram that headquarters. 
Za addition, three readout racks— an A, 3-1 and B-2— were 
shipped to HQ, US ATE os 30 July 1959 and placed on loan with the 
FR— 114 recorder. The terns of the loan agreement stipulated 
that adequate notice would be given— at least thirty days in the 
case of the 72-114*a and alee months in the ease of the A, B-l 
and B-2 racks— in event they should have to be returned. 

2. We now desire to determine the status of this equip- 
ment and if any or all of It can be returned to us with thirty 
days notice. If such short notice cannot he net, we would like 
to know the maximum notice required, this is not a request for 
return of the equipment— merely a planning action to support a 
possible requirement which may or may not develop. 

3. A complete breakdown of the components associated with 
each rack is attached to assist in determining condition and 
completeness of each. 
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Chief, 

25X1 A 
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"A* RACK SERIAL HUMBER TEH AND COMPOHEHTS 

MP-10880 

Aap&x 350-2-1 

MP- 10900 

Ampex 350-2-2 

MP- 10771 

Playback Record Amp. Pitas Monitor 

MP- 1075© 

Mixing output control 

HP-10045 

Time Mark Generator 

HP-10813 

Amplifier Power Supply 

HP-11824 

Equaliser 2|* - 9f H Tape 

MP- 83033 

Cable Assembly 

HP-10876 

Cabinet Assembly Electronic 

HP- 10935 

Power Cable 

HP-10871 

Master Power Switch Panel 

HP- 10352 

Cable 

MP-11539 

Magnetic Tape Reel 

HP- 10 84 6 

Aux. Power Supply Cbasis 

HP-18342 

Aux. Power Supply Cbasis Rectifier 
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"B-l" RACK SERIAL HUMBER TEH AND COMPONENTS 


MP-10775 

Magnetic Tape Recorder 

MP-10843 

Magnetic Tape Recorder 

MP-10S79 

Magnetic Tape Recorder 

MP- 10869 

Cabinet, Electric 

MP-70031 

Tape, Magnetic 

MP-70027 

Tape, Magnetic 

MP- 11539 

Tape Reel 

HP-10760 

Power Switch Panel 

MP- 10947 

Cable 

MP-1043S 

Cable 

MP- 10385 

Cable 

MP— 10363 

Cable 

MP- 10370 

Cable 
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B-2 SACK AMD COMPONENTS 


MP- 10850 
MP- 10835 
KP-10919 

MP- 10331 

MP- 10730 
MP— 10840 


Aapear 300, Z-3 

Mmpm c 300, Z— 4 

Transport Sequence 
Control 

Transport Sequence 
Control Power Supply 

Cabinet Any,, Klee. 

Power Switch Panel 


IIP- 10306 Power Cable 
MP-11539 Tape RedLs 
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